Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

CONFIDENTIAL 

PAGE 01 RIO DE 02175 I0I833Z 
ACTION SY-05 

INEO OCT-OI OC-06 CCO-00 ISO-00 /0I2W 

I02I56Z 1 19861 /66 

P R I0I728Z MAY 77 
PM AMCONSUL RIO DE JANEIRO 
TO SECSTATE WASHDC PRIORITY 4893 
INEO AMEMBASSY PANAMA 

CONPIDENTIALRIODE JANEIRO 2175 

STATE POR SY/OPS/T, PANAMA POR RTC FROM TSO 

E.O. II652: GDS 
TAGS : ASEC 
SUBJECT : ALARM CABLE 

BELIEVE DTS INSTALLATION STANDARDS PROHIBIT USE OP AC-36 CABLE 
TO WIRE ADVISOR 6 ALARM SYSTEM IN CCC AREA AS ALL WIRES ARE 
NOT SHIRT .PEP. IP TRUE, REQUEST SHIPMENT OP 500 PEET BELDEN 
8723 CABLE OR SUITABLE SUBSTITUTE SOONEST TO BUENOS AIRES. 

PLEASE ADVISE. 

SJI .BERSTEIN 


CONPIDENTIAL 
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